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STATINTL 



OGC HAS REVIEWED 


0@«traet Section, 

Stmt felef, Services 
Senerel Counsel 


Contract 


V. 1 YWII 1 


1, Seturmed herewith is 


and the &o<xnspanyir.g 


til*, which submitted for consideration or oranges requested by con- 

tractor's letter of 18 «Sxno« 


2, There is a& objection to the intent which the contractor wishes 
to ksro expressed, but we believe it would be preferable to self* clean 
ffeft sg 3itra c%or is ’to gjteft ftdhwaft# ftoiiw of ehftrtgft 1 b raws 
«a reafnml of this eon tract* b) that the 15- day termination netiee applies 
0J2W to Itos service provision* end, c) feat the termination notice i» to 
be given in writing. These points are considered separately below. 


a) It appears from the wording of the contract and frees the 
correspondence that the service rat a for maintaining and operat- 
ic the alann system of 1350.00 per year is a fim offer for the 
fiscal year, and no change would take place except upon renewals 
for farther fiscal year?*, suggest, therefor®, that the rsmwal 
clause read as follows* 


*Jli* OswerJEasnt reserves the right to renew the contrast 
for maintenan ce and operation of the alar® system from 
smut to year during the occupation of the stasis#* by 
giving written notice of intent so to renew not later than 
twa days before the end of any fiscal year. Such renewal 
am provide for a service charge at the same rate pre- 
vailing at ids# tine such notion it sailed, unless within 
five days after such sailing the Sovertcaent is furnished 
with information that the contractor is changing its 
service c harge to all customers for the coming fiscal 
year. The c ontracto r will on demand at any time furnish 
the <3ovem#ent with copies of Ms published service charges. 

b) the termination clause migjht bo oen strned by the contractor 
as permitting it to terminate the installation work, as well as 
Oha service contract. 

c) In any case, we feel feat both parties should be retired 
to give notice of termination in writing. ISe* therefore, suggest 
feat the termination clause read as follows* 

*th» portion of this contract relating to maintenance and 
eserabion of fee alarm system my be terminated at any tire 
by either party by giving written notice to the ofeer 15 
day prior to suoh Wiw&natien# * 
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